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Message Text 


UNCLASSIFIED 

PAGE 01 STATE 059608 

71 

ORIGIN SCI-06 

INFO OCT-01 EUR-25 ISO-OO EPA-04 INT-08 RSC-01 /045 R 

DRAFTED BY SCI/EN;GDKULICK:GMB 
APPROVED BY SCI/EN:WCSALMON 
EPA/ALDSTROTHER (INFO) 

EUR/SES :RPARDON (PHONE) 

084426 

R 252301Z MAR 74 
FM SECSTATE WASHDC 
TO AMEMBASSY MOSCOW 

UNCLAS STATE 059608 

E.O. 11652: N/A 
TAGS: SENV, OTRA, UR 

SUBJ: ENVIRONMENT AGREEMENT: EARTHQUAKE PREDICTION 
REF: STATE 52864 

1. PI .EASE PASS FOLLOWING MESSAGE FROM ROBERT WALLACE TO 
ACADEMICIAN M. A. SADOVSKY, INSTITUTE OF EARTH PHYSICS: 

2. "IN ADDITION TO TRAVEL PLANS SENT TO YOU IN MY LETTER 
MARCH 18. DR. BRIAN TUCKER, WHO IS NOMINATED FOR STUDIES 
AT GARM LATER IN 1974, WISHES TO TOUR GARM STATION AND 
MOSCOW LABORATORIES FOR A FEW DAYS IN JUNE IMMEDIATELY 
FOLLOWING TASHKENT MEETING. WILL THIS BE POSSIBLE 

EITHER UNDER COOPERATIVE PROGRAM OR BY SPECIAL INVITATION? 

R. E. WALLACE" RUSH 


UNCLASSIFIED 


NNN 
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Concepts: ENVIRONMENT, ECOLOGY, AGREEMENTS, SCIENTIFIC COOPERATION, EARTHQUAKES, VISITS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 25 MAR 1974 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE059608 

Document Source: CORE 

Document Unique ID: 00 

Drafter: GMB 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740064-0583 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1 974031 7/aaaaapmn. tel 

Line Count: 47 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN SCI 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: STATE 52864 
Review Action: RELEASED, APPROVED 
Review Authority: smithrj 
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Review Content Flags: 
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Review Event: 
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Review Markings: 
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